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Contract No. FH-7322 
A? 33(657) -12846 


Airborne Instruments Laboratory 
A Division of Cutler-Hammer, Inc. 

Comae Road 

Deer Park, New York 

Ref i EAR-0293, Letter Contract No. FH-7322, dated 13 April 
1964. 

Gentlemen : 

1. Reference advised that an amount of $750,000.00 
had been allotted to ©over expenditures incurred by your 
company in the performance of the intended subject contract. 

2. By this letter you are advised that the allotted 
amount has been increased by $10,250,000.00 from $750,000.00 
to $11,000,000.00. The Government shall not be obligated to 
pay any amount in excess of this sum provided however that 
in the event of termination the maximum obligation of the 
Government for expenditures plus commitments shall be 
$18,000,000.00. 


Very truly yours. 


Contracting Officer 


25X1 



Sanitized Copy Approved for Release 2010/12/13 : CIA-RDP72B00464R000400090042-7 




